PALACE OF FINE ARTS 

The only remaining building of the 1915 
Panama Pacific International Exposition at San 
Francisco, the Palace of Fine Arts, is one of the 
world's finest examples of architecture. Located 
in Marina District and close to the Presidio and 
Yacht Harbor. 
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